Canoeing among the islands near Bolton 
Landing-on-Lake George. To the left is Green 
Island, where is located the Sagamore Hotel. 
In the center is Dome Island and tiny Recluse 
Island at the right, with Pilot Knob rising to 
a height of 2180 feet across the Lake in the 
distance. 
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388—Canoeing near Bolton Landing on Lake George, N. Y. 
Green Island at Left , Dome Island Center 







